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LIMITED OFFICIAL USE TEL AVIV 0929 

E.O.l 1652: N/A 

TAGS: OVIP(ROCKEFELLER, DAVID) 

SUB J : TRAVEL OF CHASE MANHATTAN BANK CHAIRMAN DAVID ROCKEFELLER 

REF: STATE 014254 

AMBASSADOR LEWIS WOULD LIKE VERY MUCH TO SEE DAVID 
ROCKEFELLER WHEN HE VISITS ISRAEL, AND WISHES TO INVITE 
HIM, ALONG WITH AS MANY OF HIS COLLEAGUES TRAVELING 
WITH HIM HE WOULD LIKE TO INCLUDE, TO LUNCHEON AT THE 
AMBASSADOR'S RESIDENCE ON SATURDAY, MARCH 4, AT 
12:30 P.M. THE AMBASSADOR HOPES VERY MUCH THAT 
MR. ROCKEFELLER MIGHT BE ABLE TO ACCEPT HIS 
INVITATION. 

LEWIS 
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